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Message Text 

UNCLASSIFIED 

PAGE 01 BAGHDA 00170 261351Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO EB-08 CCO-OO PASO-OO /019 W 

027376 261458Z/45 

R 260915Z JAN 78 
FM USINT BAGHDAD 
TO SECSTATE WASHDC 5570 
INFO USDOC WASHDC 
AMCONSUL DHAHRAN 

UNCLAS BAGHDAD 0170 

E.O. 11652: NA 
TAGS: BTIO, BEXP, IZ 

SUB J : MAJPROJ: HIGH-TENSION ELECTRICITY TRANSMISSION NETWORK 

REF 77 BAGHDAD 2185 

TO: M. RUIZ-URBEITA 
STONE- WEBSTER 
BOSTON, MASS. 

(TELEX: 94-0977 STOWEBEN SSN A) 

REFERENCE: YOUR TELEX OF JANUARY 20, 1978 

1 . WE HAVE NO FURTHER INFORMATION ON THE IRAQI HIGH 
TENSION ELECTRICTY TRANSMISSION PROJECT AT THE MOMENT 
BUT WILL BE GLAD TO KEEP YOU INFORMED OF FURTHER DEVELOP- 
MENTS CONCERNING THIS PROJECT THROUGH THE DEPARTMENT OF 
COMMERCE. 

2. WE RECOMMEND THAT YOU WRITE TO THE DIRECTOR-GENERAL 
FOR MAJOR PROJECTS, STATE ORGANIZATION FOR ELECTRICITY, 

MASBAH, BAGHDAD, IRAQ, EXPRESSING STONE AND WEBSTER'S 
INTEREST IN BIDDING ON THE PROJECT. IRAQI OFFICIALS DO 
NOT, RRPEAT, NOT, LIKE TO BE ADDRESSED BY NAME IN OFFICIAL 
CORRESPONDENCE. PLEASE SEND USINT A COPY OF YOUR LETTER 
UNCLASSIFIED 

UNCLASSIFIED 
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FOR FOLLOW-UP. 


U.S. INTEREST SECTION 
BAGHDAD, IRAQ 
PECK 
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NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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